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Due: Wednesday, May 1, 2024, by 5:00 p.m. PST 
Notice of Intent to Award: Wednesday, May 8, 2024 


ISSUE DATE: APRIL 17, 2024 


APPLICATION DEADLINE: 


APRIL 17, 2024, 12:13 PM PDT ADD TO CALENDAR 


B 


SUBMIT PROPOSAL (MAILTO:MONUMENTSANDMEMORIALS@SFGOV.ORG) 


TECHNICAL ASSISTANCE (HTTPS://SFARTSCOMMISSION.ORG/) 


PROJECT OVERVIEW 


Project Background 
Over the next three years, SFAC will implement its newest project, Shaping Legacy: San Francisco's 


Monuments & Memorials, an initiative encompassing a racial equity audit of publicly accessible works in the 
Civic Art Collection, community engagement, and several community-led artist activations in public spaces. 
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Given the history of systematic racism, oppression and generations of harm experienced by the 
communities we seek to engage in this process, we are prioritizing the care and cultural competency of our 


staff and consultants who will be leading and stewarding the work. 


Per our learnings from the Monuments & Memorials Advisory Committee (MMAC) Final Report 
httos://\www.sfartscommission.org/sites/default/files/documents/SF_MMAC Final Report _O7 2023.pdf) and 
recommendations, we are seeking a consultant to provide training relevant for a trauma-informed approach 


to 20-30 program staff and/or artist advisors and community partners, specifically those working directly 


with members of the public in meetings, events and community engagements. 


Consultant Scope 


O Facilitate a suite of Trauma Informed Systems (TIS) workshop/training sessions for up to 30 people. 
O Trainings may include TIS 101, Trauma-informed facilitation, and post-training reflection sessions. 
O Provide curriculum, resource lists, toolkits and materials for all sessions. 


O Provide flexible and hybrid offerings for virtual or in-person sessions. 


Project Description 


About Shaping Legacy: San Francisco Monuments & Memorials 


Shaping Legacy: San Francisco's Monuments & Memorials is a commiunity-centered and equity-focused 
project aimed at rectifying San Francisco's long history of maintaining public commemorative works that 


are exclusionary and cause negative impacts on communities. This project will engage communities that 
have historically been excluded from discussions regarding the evaluation of works art and the process of 
commissioning new works. It will conscientiously facilitate the creation of contemporary, dynamic, and 
healing art in the San Francisco landscape. A team of multidisciplinary artist leaders and local facilitators will 


conduct broad reaching community conversations that will guide two project components: (1) a racial 
equity audit of publicly accessible commemorative works in San Francisco's Civic Art Collection and (2) a 
vigorous community engagement and multidisciplinary opportunities for artistic activations in public 
spaces. More information at: Monuments and Memorials in the Civic Art Collection 


Funding 


Budget 


O Up to $50,000 inclusive of time, materials, travel and any related expenses. 


Selection Process 
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Please submit the Required information by May 1, 2024 by 5:00 p.m. PST to: 
monumentsandmemorials@sfgov.org (mailto: monumentsandmemorials@sfgov.org? 
subject=RFP%20SUbmMission%35A%20 Trauma%20Informed%20Systems%2O0Consultant) 


For questions, contact: Angela Carrier, monumentsandmemorials@sfgov.org 
(mailto:monumentsandmemorials@sfgov.org? 
subject=Question%20RE%3A%20RFP%2O0for%20Trauma%2O0Informed%20Systems%20Consultant), 415- 
252-2259 (desk), 415-212-2896 (mobile) 


How To Apply 


Required information: 


O Provide company name, mailing address, phone number, and main contact’s email address and 
direct phone number (no more than 1 page) 

O A brief description of the consultant's structure, capabilities, relevant recent experience and two 
professional references (no more than 2-3 pages) 

O Proposed scope of work with budget (no more than 2-3 pages) 


Project Timeline 


Workshops to begin in spring 2024 through June 2026. 


Eligibility 


Selection Criteria: 


O Experience as related to scope of services described above- 
O Scope of work and budget 


Consultants will need to register as a supplier with the City, enter into a P-600 contract, and carry insurance 


as required by the City. Consultants who are registered Local Business Enterprises (LBEs) are eligible to 


receive a 10% rating bonus. For more information on LBEs visit httos:/www.sf.gov/departments/contract- 


monitoring-division (https:/Awww.sf.gov/departments/contract-monitoring-division) 


RELATED POLICIES 
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Rights Reserved by the Arts Commission 
The City reserves the right to not accept any applications, to not accept any artist recommended by any of 


the selection panels, to initiate an alternate Selection Process, or to reissue the RFQ for additional pre- 


qualified artist candidates. 


Non-Discrimination and Equal Benefits Ordinance 


The City and County of San Francisco, in its effort to provide equality of opportunity and equality of benefits, 


requires that individuals and businesses doing business with the City comply with Sections 12B and 12D of 
the Administrative Code 

(http://sfgsa.org/ftp/HRC_for_ GSA/uploadedfiles/sfhumanrights/docs/ResourceMaterials9-07.pdf). This 
requires that if you are an employer, and if you provide health or other benefits to the spouses of your 


employees, you must provide equal benefits to the registered domestic partners of your employees. This 
section also requires demonstration of good faith efforts to hire local disadvantaged business enterprises. 


Minimum Compensation Ordinance (MCO) 
This requirement only pertains to contractors who have over 20 employees, or artists who may have their 


artwork fabricated by a company with over 20 employees. The selected consultant(s) will be required to 
agree to comply fully with and be bound by the provisions of the Minimum Compensation Ordinance 


(http.//sfgov.org/olse/minimum-compensation-ordinance-mco) (MCO), as set forth in S.F. Administrative Code 
Chapter 12P. Generally, this Ordinance requires contractors to provide employees covered by the Ordinance 


who do work funded under the contract with hourly gross compensation and paid and unpaid time off that 
meet certain minimum requirements. For the contractual requirements of the MCO, see paragraph 42 of 

the Ordinance. 
(http://sfgov.org/olse/sites/default/files/Document/MCO_POSTER_2016 English Effective July_1_2016.edf) 


Health Care Accountability Ordinance (HCAO) 

This requirement only pertains to contractors who have over 20 employees, or contractors who may 
subcontract with a company with over 20 employees. The selected consultants(s) will be required to agree 
to comply fully with and be bound by the provisions of the Health Care Accountability Ordinance 
(http-//sfgov.org/olse/health-care-accountability-ordinance-hcao), as set forth in S.F. Administrative Code 
Chapter 12Q. Contractors should consult the San Francisco Administrative Code to determine their 


compliance obligations under this chapter. 


Required Forms and Contracts 
As a part of the City’s contracting process, the contractor selected and approved by the Arts Commission will 
be asked to enter into contract with the City and County of San Francisco for the entire duration of the 


project. Applicants should review the Arts Commission standard template contract. 
(httos:/Awww.sfartscommission.org/sites/default/files/documents/P-600%20%284- 
19%29%2DArtist%20Contract%20%281 2-20-19%29%20W%201 2-18- 

2019%200CA%20date_ Web%20Template.pdf) While some items specific to individual projects such as 
scope of work, payment schedule and schedule of deliverables may be negotiated, the terms of the contract 


will not be changed. Depending upon the specific scope of the project, prior to the issuance and 
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throughout the duration of the contract, the consultant will also be required to maintain a San Francisco 
business tax license, go through the Vendor set-up process, fill out specific documents from the Human 


Rights Commission and will be required to carry various types of insurance, including Automobile Liability, 


General Liability, and other insurance as required by the City. 


All information contained herein does not constitute either an expressed or implied contract, and these 


provisions are subject to change. 


ADDITIONAL POLICIES (/FIND-OPPORTUNITIES/CALLS-FOR-ARTISTS/ADDITIONAL-POLICIES) 


WHAT'S ON THE CALENDAR (/CALENDAR) ¥ 


UPCOMING EXHIBITIONS (/CALENDAR? 
FIELD_EVENT_TYPE_TID[]=18) 


401 Van Ness Avenue, Suite 325 
WORKSHOPS (/CALENDAR? 


San Francisco, CA 94102 FIELD_EVENT_TYPE_TID%5B%5D=20) 


(415) 252-2266 PUBLIC MEETINGS (/CALENDAR? 
FIELD_EVENT_TYPE_TID%5B%5D=3) 


APPLICATION DEADLINES (/CALENDAR? 
FIELD_EVENT_TYPE_TID%5B%5D=22) 


f 


(https:/Awww.facebook.com/sfartscommission) 


Y (https://twitter.com/SFAC) 


You 


(https:/www.youtube.com/user/ArtsCommission) 


(https:/www.instagram.com/sf_arts_commission/) 


SFAC MAIN GALLERY 


War Memorial Veterans Building 
401 Van Ness Avenue, Suite 126 
Wednesday - Saturday, 12 - 5 PM 


sfac.galleries@sfgov.org (mailto:sfac.galleries@sfgov.org) 
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CITY & COUNTY OF SAN FRANCISCO (HTTP://SFGOV.ORG) | TERMS OF USE (/TERMS-USE) 
| PRIVACY POLICY (/PRIVACY-POLICY) | ACCESSIBILITY POLICY (/ACCESSIBILITY-POLICY) 


© 2020 SAN FRANCISCO ARTS COMMISSION. ALL RIGHTS RESERVED. 
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